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BILL NO. S-75-08-^^. 


SPECIAL ORDINANCE NO. S- 


/6/-7S'- 


AN ORDINANCE approving a contract with CENTRAL 
SUPPLY COMPANY for materials to be used in 
Special Lighting Projects 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated July 30, 1975, between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works 
and CENTRAL SUPPLY COMPANY, for: 

33,750' Spartan HD-80 or equiv. 1-1/2" 

Flexible plastic conduit $4,144.50 

all as more particularly set forth in CITY UTILITIES PURCHASE ORDER NO. 6979 
which is on file in the Office of the Board of Public Works and is by reference 
incorporated herein, made a part hereof and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 












Read the first time in full and on motion by , seconded by 

, and duly adopted, read the second time by title and referred 


(a rvd-the-e+tr-PI' a n 
to~ ns he 1 a at ter 'due • i euaT-r!otic 



rout 


Read the third time in full and on motion by_ 
seconded by ' , and duly adopted, placed on its passage. 

Passed ftOSTj by the following vote: 

AYES/ NAYS ABSTAINED 


TOTAL VOTES 
BURNS 
HINGA 
KRAUS 
HOSES 
NUCKOLS 


n 0 


ABSENT 

ffl 


TO-WIT 


SCHMIDT, 

D 

SCHMIDT, 

V. 

STIER 


TALARICO 



DATE: 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (7o nino Ms pJ_X6Aite-ra-l4—CAjmex-atian) (Special) (App-rop-H-rtiioTi) Ordinance 
(Resototn on 1 No . ^ o n the d ay of ^ 5 1 970- 

^ATTEST: (SEAL) 


PPP® 


day 5fj 


"WTCtElf 

, Presented by njfe to the Mayor 

A : . 



k i,A' A) y.yy - 


wnToffTcer" 

of the City of Fort Wayne,. Indiana>. on .the, 7?7*^ ^ 
,197 , at the hour of /°' a d o'clock 


if) A- :•. I 


CITY CLERK 

Approved and signed by me this cP7'^7 d ay of 


197 ^ , 


at the hour of 




o 1 clock 




M. ,E.S.T. 













































































S-75-08-25 


REPORT OF THE -mmmm °W 
City Utilities to whom 


CITY UTILITIES 


referred an Ordinance 


approving a contract with CENTRAL SUPPLY CO MPANY for materials to be used 
in Special Lighting Projects 


























































Purchasing Department 


July 30, 1975 

To: Dr. J. BosweI I 

Subject: P.0. 6979 - Quote #840 - Plastic Tubing. 

Following quotes received: 

Central Supply 12.28/c* 

Tri-State Plumbing 13.37/c’ 

Wayne Pipe & Supply 13.45/c 1 

All terms & F.O.B. the same. 

Purchase order issued to Central Supply. Request prior approval 
due to: 


1. Now in factory stock 

2. Street Lighting requires material now. 


J . E. Kro£ 





(BOTTl? ®F F®[ffiT W&m\£ 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


is ^ — /6 

ORIGINAL - - 


PURCHASE ORDEP NO. 


6979 ' 




r 


L 


Central Supply Co. 
1601 S. Hanna St. 
Ft* Wayne, Indiana 



appear on each p 


O % 




j 




MAIL ALL INVOICES TO- 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE,. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



SHIP TO - 

Street Lighting Engr. 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 
























DIGEST SHEET 


TITLE OF ORDINANCE: Special Ordinance #3829 




DEPARTMENT REQUESTING ORDINANCE: Board of Public Works _ 

SYNOPSIS OF ORDINANCE: Ordinance covers the purchase of flexible plastic cpncjuit 

to be used in Topics Projects by Street Lighting Engineering Department. 

Attachments: Purchase Order 6979 to Central Supply Company 


EFFECT OF PASSAGE: To supply Street Lighting Engineering with necessary 

materials to be used in Special Lighting Projects. 


EFFECT OF NON-PASSAGE: Unable to complete projects as scheduled. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): City Utilities $4,144.50 


ASSIGNED TO COMMITTEE (J.N.): 
































